EARLY VOTING BALLOT TRANSPORT STATEMENT 


Election Type: General Election Election Date: _ 11/08/2022 


Name of Location: MARYVALE BRIDGE UNITED METHODIST CHURCH #10074 Arrival Time: 7Z_: OO 


Were there ballots to be picked up? [Alves <If YES, complete lines 1-7 0O NO <if No, complete lines 1-7 


Spoils picked up? X| YES 0O NONE Completed Forms picked up? [ves [none 
1) Blue Drop Box Seals #(SZ20/9/70% 1S 220/ WZ Ls. the seal numbers that were_ taken off on blue drop box 


2) Blue Drop Box Seals # 15 220) 259 & IS 220/ G32 <Indicate the seal numbers that were_placed on blue drop box 


3) Red Box Seals # iS 220/735} & IS 220/ 935 L cindate the seal numbers that were_ placed on ballot transport box 


4) Ballot Box Sealed/Checked on (Date) fe / 27 / 2l (Time) 12, 03 <Date and time box was sealed/checked 


ts 
| Ballot Box Seals #/. ‘$22 0/, 7 3 5/ & EE 220/ ERN applicable, verify the seal numbers on the box match the above from location 


| Blue Drop Box Seals #522 219 / 78 & (§220/9/ ee <Indicate the seal numbers that were broken from blue drop box 


Count of Ballots in Transport Bin # A TA 4d ty C-t) 


| ‘ 
| Audit Agent nar LWA LL l)u Date/Time: “0 oad, 2E ĝt ú 
ee Or 


Sign to affirm seal #’s match or that no ballots were to be picked up 


EARLY VOTING BALLOT TRANSPORT STATEMENT REV 09-09-2022 


